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“1 RECORD October 5, 1945 


BACK TO WASHINGTON 


Secretary of Agriculture Clinton P. Anderson has announced that the Rural 
Electrification Administration will be moved back to Washington ag soon as 
adequate office space can be provided to house the agency's hoadquartors por- 
sonnol in the Department of Agriculture building. 


Secrotary Anderson stated that the shift was being made to bring about more 
eta 


complete integration of the Department of cee of which REA is a4 part. 


REA's headquarters were noved to St. Louis from Washington in March, 1942, as 
a rosult of a docontralization program which temporarily shifted many pormanerrt 
Governnent agoncics out of the capital to make room for oxpansion of active wor 
-agonclose 


Until the schodulod transfor is medo, hoadquarters of tho Rural Electrification 
Adriinistration will continuo to be lasated ain tho. Boatnon's Bank Building, 
Broadway and Locust Stroot, St. Louis 2, Missouri. 


HHHKKK AHH HK HK HK 
DON'T GAMBLE WITH ELECTRICITY 


Linoman of a Minnesota rural clectric cooporative answored an outago call and 
found that sorie unknown porson.had removed a tree linb from across the power 
line bofore thoir arrival.: They were much relieved whon thoir scarch for ‘the 
boéy of their sclf-appointed helpor was unsuccessful. 


We again warn our readers not to touch. any object which ig in contact with 
power lincs. In the handling of hot powor lines you scldom get an opportunity 
to make the sario nistako twice. 


Whon you find any obstruction in contact with powcr lines do not touch it. If 
PORAEDLS , eats provision to guard against unintentional or thoughtices contacts 
by Livestock or other persons. who may happon..along and get word-to-our.office 

as quickly as you can. Handling a hot line job is a task which only exporionced 
men should attoript. It requires a thorough knowledge of what to do, use of 


proper safoty dovices, and painstaking care in doing it. 


KREKKEKEKEERERKRKEEKEREER EK 


IS YOUR BQRUIPMENT READY FOR WINTER? 


Have you checked your equipment to see that it is ready for wintor? Now is a 
good tine to look ovor all your lighting equipment around tho barn and in the 
dairy, for longer nights and shorter days aro in the offing and wintry blasts 
will soon bo with ug. Thoso changes you planned last winter should be nade now. 


If you did not use the R-40 heat bulb last winter +t eben be worth considcring 
now. You can find many ways.to use if profitably and woe will be glad to advise 
with yow on the subjoct if you wish it. 


And how about that poultry wator warmer? Epegs are 65 porcont water and tho hons- 
will drink plenty if you usa a wator warnor and kocop the contents of thoir drink- 
ing fountain at approximatoly 50 degroes. Many farmors hnve found this to be an 
effective and economical means of keeping egg production at a high lovel. 


Heaters for stock wator tanks are also important if you expect your livestock to 
drink onough wator. Nor is it too carly to bogin thinking about your pig and 
larib broodors. 


Investigate now, wcll in advance, and havo overything in roadinoss when you 
nood it. 


aU ra 


able locally, or any suggestions you care to make about horice-nade appliances), 


(NOTE TO EDITOR: Horo add such local comment about appliances which aro avail- 
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NEWSLETTER TOPICS~OCTOBER 5, 1945 


REFRIGERATOR PRODUCTION WILL 
TOP PRE-WAR LEVELS BY MID-19h6 


Now riodol refrigerators are coming off production lines but many prospective 
purchasers nay have to wait some tine before thoy can get onc. 


One nanufacturor announced that his first postwar refrigorator came off tho - 
production line on Septertber 25. He prodicted that thero will bo a sufficient 
nuriber to pormit prospective buyers to viow and select modols in dealers! stores 
by Christnas, but no gonsuricr delivoricg in volume could be expected a nigral 9 peo. 5 
the family Christmas prosent. 


While thig infornation cannot be accented ag an oxact reflection of conditions 
prevailing in the entiro industry, it is fairly roprosontative. 


Spokesmen for nanufacturerg are roluctant to sot a tino when rofrigcrators will 
becone plentiful on the market, but thoy aro agreod that mid-1946 should seo 
production figures at a higher lovol than in the pre-war poriod. 

For the nost part, initial production is boing restrictcd to fanily size models 
Which will mnect tho widest nood. 

Production of othor olectrical houschola and forn production appliances is woll 
under way and has attained varying stagos of progress. It is expected to be 
sevoral nonths before any of the nore important itomg roach rotail outlots in 
volume. Many sarllor itons are already available in fair quantitics 


in. the aoaitinie. pros spoctive purchasors should continuo to be paticnt until 
they can obtain first class appliances put out by reputable nanufacturors, 
suitably quarantood and backed by satisfactory sorvicing arrangements. 


KEEKEKEKEEKEKEKKKEKHKKKERE 


SOME GOOD EXAMPLES OF NEWSLETTER ITEMS 


Mr. S. A. Barrett, a brand now nembor on Line No. 13 ener gizod "Septcnbers dees 
1945, was in the office this weck to check with us to see if the 3 KVA irene 
forrier which wo have installed at his place will be adequate for the load ho 
plens to have. He statod that ho intends to use his olectricity for welding, 
pumping water, and ho will -have several other motors. Mr. Barrett has the right 
idea, and we know that electricity will hel» hin out---he is wise to plan his 
wiring for futuro necds in hue to havo the nost efficient service. From News- 
letter of the Swisher County Electric Cooperative, Tulia, Texas. 


Mr. A. W. Wilson of the Weber Cormmnity reports great satisfaction with the 
jet pump waich hag.supplicd an abundance of water for bath room and general — 
houschold needs at small cost for clectricity. From Newslottor of the Jewell- 
Mitcholl Cooperative Electric Co., Ionia, Kansas. 


Mrs. Blizabcth Roopor of Antclove.-wrote us that sho 1s moving to McMinnville. 

"T have waited for 60 years to push Cece ric buttons and now that I was about to 
got the chance to do, T an noving away." From Newsletter of the Wasco Himeer te 
Cooperative, The Dalles, Oregon. 


We have an clectric stove now. It was installed July 3rd, We like it. very 
rch, Soon wo will have our water heator put in. Will lot you know when wo do. 
Stanloy Gilbortson. Fron Nowslottor of Blue EHarth-Nicolet Cooperative Electric 
Association, Mankato, Minnesota, 


he Rosehill school hag been wired for clectric ity and is now gotting sorvicc..e. 
Peavey Elevators aro ingtallinz motors at.McHonry and Jaunita....Lawrence Lies 
has installed a 4 WP notor for punping wateor....C. ©. Hoyt has installed an 
clectric stove....Oscar Brecto recently installed an electric stoker. Fron 
Newslotter of the Tri-County Electric Coopcrativo, Carrington, N. D. 


